Transportation Advisory Committee - Town of Arlington 


Agenda 

Wed. 12/18/02: 7:15 P.M. 

Town Hall Annex - Second Floor Conference Room 


7:15 Administration (10 min) 

a. Approval of 11/20/02 minutes 

b. Meeting dates starting in January 

7:20 Speed Tables et al - Lisa Horchos of Recycled Products (40 min) 
8:00 Accident Analysis - Paul Campbell (15 min) 

8:15 Discussion of Responses to Correspondence (20 min) 

- Columbia Way 

- Leader Crosswalk 

- Pleasant St 

8:35 PWD Alternatives for Crosswalks and Guidelines - DPW, all (20 min) 
8: 55 Pace Cars Update - Ralph (10 min) 

9:05 Mass Corridor Update - Scott (10 min) 

9:15 Warrant Article? (5 min) 

9:40 Town Transportation News (20 min) 

- DPW (Co-op Status, etc.) 

- PD 

- Planning 

- TAC (V2020 Census Insert, Highland Meeting) 

Total Budgeted time = 150 min 

Next Formal Meetings: 

1/28/03 in 2 nd Floor Conference Room of Annex 
2/25/03 in 2 nd Floor Conference Room of Annex 



